Approved For Release 2001/03/06 : epee seccastunion 0400s 
ORD/DDS&E CONFERENCE ROOM UTILIZATION - AMES CENTER BUILDING 


Ofc Personnel oRD/DDSEt 
Month 
1970 Room No. Go2 607 SLT 617 wens T25A 


Jan. (21 Workdays = 168 hrs) 
Hours Used 15. 


Days Used 


Feb. (19 Workdays = 152 hrs) 


Hours Used 11.0 58.5 64.5 98.17 50.0 50.0 
7.25 38.5 hod 64.6 32.9 32.9 

Days Used 9 17 19 17 13 16 
47.3 89.5 100.0 5 68.5 8h..2 

Mar. (15 Workdays = 120 hrs) 

Hours Used 16.0 38.75 Wh. 25 66.5 0 37.25 
13.3 32.4 36.8 55.4 30.8 31.0 

Days Used 7 10 15 15 12 14 
46.7 66.7 100.0 100.0 80.0 93.3 


f 


Total (55 Workdays = 440 hrs) 
Hours Used ho, 


Days Used 23 
hi. 


Note: Period of Study 
1 Jan-20 Mar 1970 


% = Utilization Rate of Hours Used or Days Used 
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